STRAUBE MANUFACTURING COMPANY 


Price list of Vise Repair Parts 


#1 VISE 


K-l 

Front Jaw 

$ 33-75 

K-2 

Back Jaw 

45-00 

K-3 

Hub 

22.50 

K-4 

Rack Bar Grip 

3-30 

K-5 

Collar 

12-75 

K-7 

Beam 

30.00 

K-8 

Nut 

12.00 

K-9 

Screw 

12.00 

K-10 

Back Jaw Dog 

3-75 

K-ll 

Front Jaw Dog 

3-75 

K-12 

Hinge 

10.50 

K-13 

Tilt Jaw 

4. SO 

K-14 

Cam 

12.75 

K-29 

Hub Lever 

3-30 

K-34 

Beam Screw 

2.25 

K-35 

Hinge Pin 

1.50 

K-36 

Wood Handle 

6.00 

K-38 

Collar for K-9 Screw 

1.80 

K-40 

Screw for K-8 Nut 

1.05 

K-41 

Hub Pin 

1.80 

K-43 

Rack Bar 

3.00 

K-44 

Bracket 

6.00 

K-45 

Nut for K-66 Hub Stand 

1.05 

K-64 

Lever - Bracket & Rack Bar 

3-75 

K-66 

Hub Stand 

3-75 

K-72 

Nut for K-4 

1.05 


Effective date April 1, 1969 

TERMS: Net 30 days, F.O.B. Waynesboro, Pennsylvania 





